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AIR ARM BUILDING 


PHONE: SOUTHFIELD 1-1000 
FRIENDSHIP INT'L AIRPORT 
BOX 746, BALTIMORE 3, MD. 


STATING: [__—_- 3] February 26, 1998 


Subject: Contract FM-3050, Price Redetermination 


Enclosure (1): Redetermination Proposal for Item 1 


The base dete for price redetermination of contract Item 1 
is December 31, 1957+ Thus, in accordance with the price redeter- 
mination provisions of the subject contract, we are tranamitting 
nerewith Enclosure (1) which te our proposal for the redetermined 
price for contract Item 1. Corsract Item 2 is not subject to price 
redetermination and is, therefore, not reflected. in the subject 


proposal. 


This proposal covers Dorestic Field Services for the 
period January 1, 1957 thru August 31, 1957 and Overseas Field 
Services for the period January 1, 1957 thru June 30, 1957- 


If any further information is desired, we will be glad to 
furnish it upon request and errange & conference at your convenience 
to establish a final price for contract iten covered. by this 


proposal. 
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